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Commercial Hotel 


Mrs. Albert Davreaux and Albert Davreaux Jr. sit in a cutter in front of 
the Commercial hotel, circa 1900. Located at 101-103 North Broadway, the 
Commercial hotel began as the Whitney House in 1871. The building was 
operated continuously as a hotel until 1958. Later in the century, the hotel 
and its street level shops were demolished. The building to the north is now 

occupied by Sassy Girl and Hat-cetera. 

» Order a reproduction of this and other photos from the Neville Pub¬ 
lic Museum of Brown County at http://photos.nevillepublicmuseum.org. 
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COURTESY OF NEVILLE PUBLIC MUSUEM OF BROWN COUNTY 

The Commercial hotel, 101 N. Broadway, operated continuously as a hotel from 1871 to 1958. 



USA TODAY NETWORK-WISCONSIN 

The site of the former Commercial hotel, 101 N. Broadway. 













